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The Prez Sez: 


What have you discovered lately in 
the world of ham radio? Is there 
something that you would like to 
bring into the meeting and present 
to the rest of the club? Most likely 
there is something that you have 
taken for granted in your ham 
world, but lots of us have not yet 
found the inspiration to create or 
use this special item or theory. 
Please help liven up the club meet- 
ings by sharing your ideas. 
KOK OK KK K KK K KK K K OK 


Another year has come & gone for 
the Orange County M.S. Bay to Bay 
bike marathon. It was a pretty 
mellow year for the communicators. 
Things went pretty much according 
to plan, and there were no serious 
accidents. My heart did skip a beat 
during one section of narrow roads 
and heavy traffic. As we ap- 
proached, one of the riders and a 
new Mercedes jockeyed for the 
same turf. The Mercedes turned 
right to enter a parking spot at the 
same time that the bike rider was 
passing the parking spot. Bike rid- 
er was bounced off the front bump- 
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P.O. BOX 3454, TUSTIN, CA 92861-3454 


er but continued on the course. 


The weather was beautiful for the 
riders and the volunteers. It would 
be nice to see more familiar faces 
on this event next year. It happens 
each October. If you are interested, 
please let me know and | will get 
you hooked up. Lots of fun for all, 
and all for a good cause. 


KK KK K KK KK KK K KK 


OCCARO Report: 

One new item on the agenda is the 
possibility of having a convention in 
Orange County. Next year’s conven- 
tion will be hosted by San Diego. 
Year 2003 is up for grabs. OC- 
CARO (Orange County Council of 
Amateur Radio Organizations) is 
starting to pole the various clubs to 
see if we can muster the interest to 
put on a convention. Riverside Con- 
vention information could be 
passed on to us so that we would 
not be re-inventing the wheel. What 
say you? Would our club like to say 
yes to this? 

*K OK KK KK KK KK KK K OK 


See you all at the next meeting 
73, Bob - KD6BWH 


Christmas Dinner 


Will be held on SUNDAY December 16th, 2001 
at Mimi's Restaurant 
18461 Brookhurst Ave., Fountain Valley 
at 6:30 PM 


Details at: http://www.wé6ze.org or in next month’s RF 


NOVEMBER 2001 


The November Program: 


April Moell - WA6OPS, founder and 
Emergency Coordinator of the Hos- 
pital Disaster Support Communi- 
cations System (HDSCS), will 
speak on their yearly community 
service event: 


“The North Pole Network” 


Visitors and guests are welcome. 


Elections for 2002 OCARC Officers 
will also be held. 


We will meet in the Anaheim 
Room in the east Red Cross Bldg. 
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2001 Board of Directors: 


President: 
Bob Buss, KD6BWH 
(714) 534-2995 
kd6bwh@aol.com 


Vice President: 
Cory Terando, KE6WIU 
(714) 894-3817 


corymuzk @yahoo.com 


Secretary: 
Bob Eckweiler, AF 6C 
(714) 639-5074 
af6c@arrl.net 


Treasurer: 
Ken Konechy, W6HHC 
(714) 744-0217 


kkonechy@pacbell.net 


Membership: 
Dick Young, W6ORWY 
(714) 637-7168 


rustyrick@msn.com 


Activities: 
Tom Thomas, WA6PFA 
(714) 771-2917 
eel mert@aol.com 


Publicity: (Resigned - J ob Relocation) 
Chris Breller, K] 6ZH 
(925) 757-9237 (new) 


kj6zh@earthlink.net 
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Technical: 
Lowell Burnett, KQ6J D 
(714) 997-0999 
LBur729028@aol.com 


Members At Large: 
Larry Hoffman, K6LDC 
(714) 636-4345 
k6éldc@earthlink.net 


Bob Tegel. KD6XO 
(714) 531-8926 
kd6xo@Gearthlink.net 


2001 Club Appointments: 


W6ZE Trustee: 
Bob Eckweiler, AF 6C 
(714) 639-5074 
af6c@arr|.net 


Club Historian: 
Bob Evans, WB6I XN 
(714) 543-9111 


bobev@netzero.net 


RF Editor (Acting): 
Bob Eckweiler, AF 6C 
(714) 639-5074 
af6c@arr|.net 


WEB Master: 
Ken Konechy, W6EHHC 
(714) 744-0217 


kkonechy@pacbell.net 


ARRL Assistant Director: 
Ken Konechy, W6HHC 
(714) 744-0217 


kkonechy@pacbell.net 


ARRL Awards Appointees: 


Larry Beilin, K6VDP 
(714) 557-7217 
k6vdp@aol.com 


Art Dillon, KE6WOX 
(714) 997-2078 


OCCARO Delegate: 
Bob Buss, KD6BWH 
(714) 534-2995 
kd6bwh@aol.com 


Monthly Events: 


General Meeting: 
Third Friday of the month 
at 7:30 PM 
American Red Cross 
(near Tustin Ave & 4th St) 
Santa Ana, CA 


Club Breakfast: 
First Saturday of the 
month at 8:00 AM 
IHOP 
1001 E. 17th Street 
(west of Lincoln) 
Santa Ana, CA 


Club Nets (Listen for W6ZE ): 
Wednesday Evenings 


28.375+MHz SSB 
7:30 PM - 8:30 PM 
Bob AF6C, Net Control 


146.55 MHz Simplex FM 
8:30 PM - 9:30 PM 
Bob, WB6I XN, Net Control 


Club Dues: 
Regular Members _ ...$20 
Family Members* — ...$10 
Teenage Members _ ...$10 
Club Badge $3 
Dues run from] anuary thru December 
& are prorated for new members. 
*Additional members in the family of 
a regular member pay the family rate 
up to $30 per family. 


There is a $1 charge if you'd like to 
have your badge mailed to you. 


Review: 

2000 ARRL Periodicals CD 
American Radio Relay League 
$19.95 SRP 


Storage space is limited in most 
Southern California homes. K eep- 
ing a large collection of magazines 
is a luxury that often succumbs to 
the recycling bin - even the prized 
issues of QST. A solution is the 
QST CD-ROM. All the year 
2000’s QST, NCJ and QEX issues 
(and more) are on the single CD. 


At the recent Riverside ARRL Con- 
vention | purchased the 2000 QST 
CD from AAGEE: 


http://www.radiodan.com/aa6ee 


who has been distributing ARRL 
publications for fifteen years. Start- 
ing with the 1999 QST CD the 
ARRL made the wise decision to 
change over to the Adobe Acrobat 
(.PDF) format instead of the less 
known Windows based program 
used on previous CDs. This change 
allows the CD to be used on many 
other platforms and, since so much 
has been published in PDF format, 
these CDs will be more likely to be 
readable on the machines of the fu- 
ture. 


| viewed the CD on a Power Macin- 
tosh, and a Windows PC. Both ma- 
chines already had Adobe Acrobat 
Reader installed, though copies are 
included on the CD. Reading text 
from the screen was good, though 
sometimes selecting a little mag- 
nification (125%) helped. Printing 
an article to a laser printer result- 
ed in quality as good as the paper 
issue. The full contents of each is- 
sue is there, induding ads and col- 
or. A fast computer helps speed 


scrolling of pages; but even an older 
75 MHz Pentium performed ade- 
quately. 


Besides the twelve issues of QST, 
the six issues each of National 
Contest J ournal (NCJ ) and QEX 
are also included, as well as a PDF 
based index and search program. 
Supporting files, that you would 
normally have to obtain from the 
ARRL by mail or downloading off 
their web page, are also on the CD 
(including software listings, object 
code and printed circuit board 
layouts.) Extended equipment re 
views are also included - informa- 
tion that was too long to be pub- 
lished in QST. 


Minimum computer requirements 
are reasonable; the QST-CD can 
be run on many older machines. 
CD Requirements are: *(Minimum 
RAM / Recommended RAM) 


° A 486 or later PC with a CD- 
ROM or a Power Mac 


° Windows 95, 98, (8 MB/16 MB*) 
NT, 2000 or ME (16 MB/24 MB*), 
MacOS 7.1.2 or later (4.5 MB/6.5 
MB*) 


° Adobe Acrobat Reader 4 (included) 
and enough hard drive space to in- 
stall it (around 8 MB). Many com- 
puters probably already have Acro- 
bat Reader installed. 


° An additional 1 MB of disk space 
for Windows machines. 


I’m still exploring the 2000 QST 
CD. The 1999 QST CD wasn't 
available at the convention (that | 
could find) but | plan to add it to 
my collection soon. My hope is that 
the older QST CDs will become 
available in multiplatform PDF in 
the future. 


de AF6C 


November Board Meeting Minutes 


NotSoDXpediton Goes to 
EI Mirage Dry Lake 


by: Ken - W6EHHC 


Chief NotSoDX organizer, Larry 
K6LDC planned another great |ow- 
key outing for the OCARC. It was 
held on Nov 2-4 at El Mirage Dry 
Lake, near Adelante...12 miles 
West of highway 395. Hereisarun 
down of the five operators who at- 
tended: Larry - K6LDC operated 
out of his new "battleship motor- 
home" using a vertical antenna and 
operated from 40M-thru-10M. Art - 
KE6WOX operated a small 15M 
MFJ QRP rig using a "wire-short- 
ened" 15M 1/2 wave vertical and 
solar power panel from his "open 
air table top". Charmaine Smith - 
KF6YOL operated from _ her 
"cruiser motorhome" using a verti- 
cal antenna and got her first taste 
of DX with Italy, Bosnia, Polyne 
sia, and more. Tom - WA6PFA op- 
erated his |COM from the tailgate 
of his pickup truck and used a 10M 
rotatable dipole (it turns out that 
10M was the hottest band on the 
weekend). Ken - W6HHC operated 
with a YAESU using a 15M dipole 
from his "open air table top". The 
club generator worked flawlessly! 


The weather was very reason- 
able... a little breezy... some sprin- 
kles on Sunday morning... but no 
scorching temperatures... the de 
sert sunset was outstanding. The 
radio bands were in very active 
shape (winter conditions) and eve 
ryone got enough contacts to make 
the event worthwhile. As usual, 
Larry executed some terrific camp- 
fires in the evenings. If you have 
never attended one of these relax- 
ing outings... plan to attend the 
next NotSoDX event (next spring?) 


NSDXP Campfire-pix - more on website 
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Tech Talk 
by Bob, AF6C 
Ohm’s Law(Part I): 


Ohm's law is a simple equation 
that solves the relationship bet- 
ween voltage, current and resist- 
ance in a simple electrical circuit. 
An understanding of the law is nec 
essary to dabble in even the sim- 
plest aspects of design and trou- 
bleshooting of electrical and elec 
tronic circuits. Radio Amateurs 
should have a solid understanding 
of Ohm's law if they plan to do an- 
ything other than be a total ap- 
pliance operator. In the 1950's and 
1960's the amateur exams, includ- 
ing the Novice exam, had at least 
one question on Ohm's law, and 
you were expected to solve the 
problem(s) on a sheet of paper that 
was turned in with the exam. To- 
day, all that's needed is to memo- 
rize the answers; the values in the 
problems never change from the 
question pool to the actual test! 
That's great to pass the test, but 
don't you really want to know 
more? Whether you're learning 
Ohm's law for the first time or are 
just a little rusty and want to re 
view it, feel free to join us on this 
adventure. 


Ohm's Law says: The voltage across 
a resistance is equal to the current 
flowing through that resistance mul- 
tiplied by the value of the resistance 
itsdf.1n equation form it is: 


E=I1XR (1) 


where E is the voltage in volts; | is 
the current in Amperes and R is 
the resistance in ohms. (See the 
sidebar “Why ‘E’, Why ‘1’”?) 


By rearranging the equation two 
other variations are possible. The 
first is: 


| eee (2) 


This variation allows solving for 
the current when the voltage and 
resistance are known. In words, 
equation (2) says: The current flow- 
ing through a resistance is equal to 
the voltage across the resistance di- 
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vided by the value of that resistance 
By dividing both sides of equation 
(1) by 'l', we get yet another varia- 
tion of the equation: 
E 

R F (3) 
This variation allows solving for 
the resistance when the voltage 
and current are known. In words, 
equation (3) says: The value of re 
sistance that allows a given current 
to flow through it when a given vol- 
tage is applied across it is equal to 
the voltage across the resistance di- 
vided by the current flowing through 
it. 

2A 


Fig. 1 


Let's solve a few problems; but 

first maybe it would be wise to re- 

view a few schematic symbols and 

a simple circuit such as the circuit 

of figure 1. The schematic symbol: 
a 


r 


on the left is the symbol for a bat- 
tery. The longer bar is always the 
positive terminal (we'll include the 
plus sign anyway.) The battery vol- 
tage is commonly printed next to 
the battery. It is an ideal battery, 
that has no internal resistance, 
will never go dead and can supply 
infinite current! (I'm told these ide 
al components are available only 
at the Radio Shack in Diagon 
Alley). The voltage of the battery is 
the electromotive force that the 
battery exerts to push current 
through the circuit. Some people re- 
late it to pressure from a water 
pump. When the battery is not 
connected to a circuit, the force is 


present but there is no flow of cur- 
rent. The symbol: 


on the right is the symbol for re 
sistance. The resistance could bea 
resistor, or something more useful, 
such as a lamp or DC motor. Re 
sistance impedes the flow of elec 
tricity. It can be related to a nar- 
row opening in a pipe that reduces 
the flow of water. The size of the 
opening is analogous to the resist- 
ance. The smaller the opening is, 
the higher the resistance. The sym- 
bol: 


is a symbol for a voltmeter; it 
measures the voltage across the 
two points where it is connected. 
The plus sign signifies the meter 
polarity. It will read positive when 
this terminal is more positive than 
the other terminal. Consider our 
voltmeter ideal; that is, it has infi- 
nite resistance and no influence on 
the circuit to which it is connected. 
In real life this isn't the case. 


is a symbol for an ammeter; it 
measures the current flowing 
through the circuit at the point 
where it is connected. The plus 
sign signifies the meter polarity 
(see sidebar on the direction of cur- 
rent flow). Consider our ammeter 
ideal; that is, it has zero resistance 
and no influence on the circuit to 
which it is connected. Again, in real 
life this isn't the case. 


Let's look at figure 1. If the am- 
meter reads two amps and the re- 
sistor value is six ohms, what does 
the voltmeter read? We want to 
solve for 'E', the voltage across the 
resistor. Look at equations 1 
through 3; equation (1) solves for 
voltage across a resistance. Since 
the voltage across the resistor 
equals the current through the re- 
sistor times the resistance, we get: 
E=IxXR; E=2x6; E=12V 


This is what we'd expect since the 
battery is 12 volts and the meters 
are ideal and don't influence the 
circuit. (Remember: Voltmeters ap- 
pear as open circuits and ammet- 
ers appear as short circuits!) 


Looking at figure 1 again; let's pre 
tend we don't know what the am- 
meter is reading and solve for |, the 
current. This time we'll use equa- 
tion (2) that solves for the current 
flowing through a resistance when 
the resistance and voltage across 
the resistance are known. Since the 
current through the resistor equals 
to the voltage across the resistor 
divided by the resistance, we get: 
I= - I= aa 

R 6 
Looking at figure 1 one more time, 
lets say we want to solve for the 
value of R, the resistance. We know 
the readings on the voltmeter and 
ammeter. Equation (3) solves for 
the resistance when we know the 
current flowing through the resist- 
ance and the voltage across the re- 
sistor. Since the resistance that al- 
lows a given current to flow through 
it equals the voltage across the re 
sistor divided by the current flow- 
ing through the resistor, we get: 

E 12 
R=-;3 : 

I 
Figure 2 is a little more difficult. 
We want to calculate what the 
voltmeter and ammeter read. To do 
this we need to know what hap- 
pens when resistors are connected 
in series; you can review this in the 
ARRL Handbook. Simply, resistors 
that are in series may be replaced 
by one resistor whose resistance is 
the sum of the series resistors. 


IT=2A 


Thus, Ri and R2 may be replaced 
by a single resistor whose value is 
the sum of the two resistors. Since 
Ri and R2 may be replaced with one 
24 ohm resistor, the circuit simpli- 
fies to that shown in figure one 
with R = 24 ohms. From equation 
(2) the current can be calculated: 
ee je T=0.5A 
R 24 


Now that the current flowing 
through Ri and R2 is known, equa- 
tion (1) can be used to find the vol- 
tage across R2. Read the descrip- 
tion of equation (1) carefully. The 
current flowing through R, is 
known, and the value of R2 is 
known. Using equation (1): 


E=1xkR; E=0.5x14; E=7V 


The circuit in figure 2 is often called 
a voltage divider circuit. It is very 
common and welll be discussing it 
in more detail later in this series. 


Fig. 2 
Figure 3 is a bit more difficult than 
figure 2. The problem is to find the 
current flowing in the two ammet- 
ers. To solve this problem, knowl- 
edge of calculating resistors in par- 
allel is required. This is more diffi- 
cult than resistors is series. Review 
the section on resistors in parallel 
in the ARRL Handbook if you need 
a refresher. When only two resis- 
tors are in parallel equation (5) 
may be used. This is derived from 
the more general equation (4) that 
is good for any number of resistors. 


Reotat l l 1 1 
—+—+—4...4— 
R, R, R, R, 
RXR 
Total == : (5) 
R,+R, 


Where n is the number of resistors 
in parallel. 


Equation (5) might need some clar- 


ification for those who are unfamil- 
iar with this type of notation. First 
take the reciprocal of each resistor 
(Divide the resistance into one - 
The reciprocal of 4 is 1/4 or 0.25). 
Next add up the reciprocals of all 
the resistances and take the recip- 
rocal of that sum to get the total 
resistance. For example, what is 
the total resistance of a 1-ohm, 2- 
ohm, 4-ohm, 8-ohm and 10-ohm re- 
sistor, all in parallel. The recipro- 
cals of these resistors, in order, are: 
1.0, 0.50, 0.25, 0.125 and 0.10. 
The sum of these reciprocals is 
1.975. Taking the reciprocal or 
1.975 yields 0.506 ohms. One sim- 
ple check is that the resistance will 
always be smaller than the value 
of the smallest parallel resistor. 


Fig. 3 


Looking again at figure 3, the total 
resistance of R: and R; in parallel, 
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from (5), is: 


R= 18 x 36 53836 

18+36 54 
Since the parallel resistors can be 
replaced with one 12-ohm resistor, 
|, can be solved using equation (2) 
L a 1.0 amps 

R 12 
Solving for I, is even easier. Ri is 
not involved in the solution. The 
voltage across the resistor and the 
resistance is already known. Again, 
using equation (2): 

: == = a = 0.333 amps 

R_ 36 
Following are some problems. They 
are a bit more complex, but should 
not be too difficult to solve using 
the processes and equations above. 
Some clues have been included to 
get you started. Have fun; the an- 
swers are given elsewhere in this 
issue of RF. 


Next month, we will review these 
problems and then introduce you to 
Thévenin's Theorem. This theorem 
simplifies common linear circuits. 
You'll probably have some trouble 
solving the last problem. It will be 
a lot easier to solve after Théve 
nin’s Theorem is introduced next 
month. For now, study problem #8 
and see if you can find a solution. 


-SK- 
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Here are three problems: 
Try them and see how you do: 
Problem #1: Find lj, 12 and V. 
Problem #2: Find lo. 
Problem #3: Find lo. 


Hints for Problem #1: 
+ First calculate resistance Roa || R3 


(That’s Ra in parallel with Rg ). 


* Then calculate the series resist- 
ance of Ri, R4 and Ro || R3. 


* Now Ij may be calculated. 
«Now V, the voltage across Ro || R3 


sdumeg pal) [e# 
sduec=l) [z# 
oA b= [LH 

cue sooo =e (Gl# 
dure | =1] fe.# 


Sg SSL 


may becalculated. 
¢Finally lo may be calculated be- 
cause V and Roa are known. 


Hints for Problem #2: 

Don’t let the second battery scare 
you. Remember the definition of the 
perfect ammeter. 


Hints for Problem #3: 

Only one resistor has been added. 
Now the problem becomes more dif- 
ficult. See if you can solve it. Next 
month Thévenin will help us find I7! 


ARRL 
News 


Page 


ARRL Members Needed to 
Help with CC&R Effort 


September 17, 2001 -- Have you 
ever been denied the ability to put up 
an antenna, or to operate a radio 
transmitter, or had any other restric- 
tion on your Amateur Radio activities 
because you live in a housing devel- 
opment or condominium complex 
governed by private land use regula- 
tions? (These are often referred to by 
lawyers and real estate professionals 
as CC&Rs.) As a result of requests 
from members, the ARRL Board of 
Directors, at its July meeting, adopt- 
ed a goal of trying for legislative ac- 
tion that helps overcome the unrea- 
sonable restrictions of CC&Rs that 
prohibit or restrict Amateur Radio an- 
tennas. 


Like any other telecommunications 
issue, this one, upon closer inspec- 
tion turns out to quite entangled with 
many issues affecting a wide range of 
commercial telecommunications 
services. These include wire-line tel- 
ephone, cellular and PCS phones, 
and over-the-air-receiving-devices, all 
seasoned by the politically hot-pep- 
per issue of private property rights, 
and, of course, a great deal of confu- 
sion on Capitol Hill over the whole 
thing. 


In order to build awareness in Con- 
gress that CC&Rs really have be- 
come a problem for many in the Ama- 
teur Radio community, and to back- 
stop our efforts to meet with elected 
representatives and their staff on 
Capitol Hill, letters from ARRL mem- 
bers to their representatives have 
become increasingly important. In the 
meantime, we continue to prowl the 


halls of Congress in search of sup- 
porters! 


If you are affected by a CC&R, or 
know someone in your Congressional 
district who is, and you want to help 
out, please adapt our sample letter to 
your own situation and consider 
sending it to your member of Con- 
gress. By the time you read this, there 
will be a sample of the letter on AR- 
RLWeb to save you some time. If you 
decide to write to your member of 
Congress, it would help ARRL's Of- 
fice of Legislative Affairs to receive a 
copy of the letter you send. To find 
your Senator's mailing address check 
the following URL: 


http:/Avww.senate.gov/contacting/index.cfm 


To find your Representative's, check 
this URL: 


http://www.house.gov/writerep/ 


Amateur Radio Spectrum 
Protection Act of 2001 
Introduced in Senate 


NEWINGTON, CT, March 21, 2001-- 
The Senate version of the Amateur 
Radio Spectrum Protection Act of 
2001, introduced earlier this month in 
the House, now is Officially S.549. 
Republican Sen Michael Crapo of Ida- 
ho introduced the bill in the upper 
chamber March 15. 


Democratic Sen Daniel Akaka of Ha- 
waii was a cosponsor. "| am pleased to 
be joined today in this bipartisan 
effort," Crapo said. The bill has been 
referred to the Senate Commerce, 
Science, and Transportation Commit- 
tee. 


$.549 is identical in its wording to 
H.R.817, which was introduced in the 
House of Representatives March 1 by 
Rep Michael Bilirakis of Florida. If ap- 
proved by both chambers and signed 
by Pres George W. Bush, the Spec- 
trum Protection Act would require the 
FCC to provide equivalent replace- 
ment spectrum should it ever real- 
locate primary Amateur Radio spec- 
trum to another service. The same re- 
quirement would apply if the FCC act- 
ed to diminish any secondary amateur 
allocations or to make additional allo- 


cations in ham bands that diminish 
their utility. 


Bilirakis and Crapo introduced the 
Spectrum Protection Act in a past 
session of Congress at the request 
of the ARRL. The League's Legisla- 
tive and Public Affairs Manager Steve 
Mansfield, N1MZA, says he's encour- 
aged by the fact that the Spectrum 
Protection bill is getting a head start 
with early introduction in both cham- 
bers this time around. 


In introducing the Senate measure 
again this year, Crapo and Akaka re- 
ferred to the importance of Amateur 
Radio in providing communication in 
times of disaster. In remarks pub- 
lished in the Congressional Record, 
Crapo noted that in his home state of 
Idaho, trained Amateur Radio volun- 
teers have helped to rescue strand- 
ed hikers, organized a cleanup effort 
after the Payette River flood, and 
helped the Forest Service communi- 
cate during major forest fires. 


In a similar statement in the Congres- 
sional Record, Akaka said Amateur 
Radio operators were the sole source 
of information in the immediate after- 
math of Hurricane Iniki, which hit 
Kauai in 1992. Akaka also suggested 
that FCC spectrum auctions could 
negatively affect Amateur Radio allo- 
cations. 


"Mr. President, Senator Crapo and | 
are here today because the Balanced 
Budget Act of 1997 requires the FCC 
to conduct spectrum auctions as a 
means to increase revenue," he said. 
"While these auctions may not imme- 
diately take away from the Amateur 
Radio Service, there is nothing to 
prevent the FCC from selling off por- 
tions of the spectrum currently 
utilized by Amateur Radio operators." 


The prefatory "findings" section of 
the bill states that the FCC has taken 
actions that "have resulted in the loss 
of at least 107 MHz of spectrum to ra- 
dio amateurs." 


More information on the Spectrum 
Protection Act, including a copy of 
the House and Senate versions of 
the bill, is available on the ARRL Web 
site. 


November 2001 - RF Page 7 


Wednesday Nets 


October Check-ins (Both 
10—meter and 2—meter nets): 


ZL2BLQ KD6BWH AF6C 
K6CCD WICY NG7D 
W6HHC K3IMW WB6IXN 
KQ6JD W6KFW K6LDC 
KF6LEX WA6NOL KD6NOT 
WAG6OGO W6RWY N6TEZ 
KB6TWA KE6UCH KF6UEB 
K6VDP KE6WOX 


Halloween Night (Nov 1St UTC) 


check-ins are included. 


Be sure to checkout the Net News 
page on our web site. 


is annua io auction was 2 In 


lieu of the October general meeting 
on October 19th. Veteran Auction- 
eers Chris - KJ6ZH and Bob - AF6C 
were unable to attend the auction, so 
volunteer Auctioneers, Larry” - 
K6VDP and Larry - K6LDC filled in. 
Ken - W6HHC, the Treasurer, was 
unable to attend due to class, so our 
President, Bob Buss - KD6BWH filled 
in admirably at the record-keeping 
table. 


Some general attendee comments: 


« While attendance was good, (26 
registered buyers) the quantity of 
items to bid on was more limited than 
in past years. {A total of 25 items 
sold.] 


*“ Early-on, bids for items were closed 
too quickly; people weren’t given 
enough time to think about increas- 
ing the bid. 


* There was plenty of space and the 
facilities were very good. 


After reviewing the records, Ken - 
W6HHC, the Treasurer, reports: 


Total sales: $ 225.00 
Gross club profit: $42.00 
Club expenses: $32.00 
Net profit: $10.00 


Plans will soon be underway to im- 
prove next year’s auction. 


No regular October meeting was held 
so that the club could sponsor its an- 
nual Radio and Electronics Auction. 


Submitted by Bob - AF6C 


Next RF Deadline: Dec 2d 


ORANGE COUNTY AMATEUR RADIO CLUB, INC 


P.O. BOX 3454 
TUSTIN, CA 92781-3454 


First Class Mail 


Time Dated Material. 


Please E xpedite!! 
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a, a, a 


Happy Thanksgiving 


